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METEOROLOGICAL JOURNAL, 



KEPT BY THE ASSISTANT SECRETARY, 



AT THE APARTMENTS OF THE 



ROYAL SOCIETY, 



BY OEDER OF 



THE PRESIDENT AND COUNCIL. 



OBSERVANDA. 

Height of the Cistern of the Barometer above the plinth at Waterloo Bridge .... 83 feet 2 inches. 

above the mean level of the sea 97 feet. 

Height of the receiver of the Rain Gauge above the court of Somerset House . . 79 feet. 

The External Thermometer is 2 feet higher than the Barometer Cistern. 

The Thermometers are graduated to Fahrenheit's scale. 

The Barometer is divided into inches and tenths. 

The Hours of Observation are of Mean Time, the day beginning at Midnight. 

The daily observations of the Barometer are not corrected. 

The monthly means are corrected for capillarity and temperature by the Table contahied in Mr. Baily'3 paper in Phil. Trans, for 1837. 



METEOROLOGICAL JOURNAL FOR JULY AND AUGUST, 1837. 





1837. 


9 o'clock, A.M. 


3 o'clock, P.M. 


11 


u 


External Thermometers. 


a 


L 

■3.s< 
•a 


REMARKS, 




Barometer 
uncorrected. 


Att. 
Ther. 


Barometer 
uncorrected. 


Att. 
Ther. 


Fahrenheit. 


Self-registering 




Flint 
Glass. 


Crown 
Glass. 


Flint 
Glass. 


Crown 
Glass. 


9 A.M. 


3P.M 


Lowest Highes 




S 1 


30.336 


30.328 


62.8 


30.316 


30.312 


63.3 


50 


06.7 


56.7 


62.3 


50.0 


75.3 




E 


f A.M. Cioudy—iight brisk wind. P.M. Fine—light cloiidsand wind. 
X Evening, Fine and clear. 




©0 2 


30.332 


30.326 


65.2 


30.240 


30.236 


63.5 


62 


07.1 


58.0 


69.7 


47.5 


65.2 




ENE 


Fine— light clouds and haze (liroughout the day. Evening, Cloudy. 




M 3 


30.240 


30.234 


69.7 


30.156 


30.150 


66.6 


56 


08.6 


65.3 


70.5 


57.0 


72.7 




E 


Fine— nearly cloudless— U. haze Ihroughoul the day. Evening, Cldy. 




T 4 


30.142 


30.136 


65.3 


30.128 


30.122 


67.0 


58 


07.2 


64.6 


70.4 


55.7 


75.0 




NE 


/A.M. Cloudy— light breeze. P.M. Flue—light clouds. Evening, 
I Cioiidy. 




W 5 
T 6 


30.180 


30.172 


66.7 


30.128 


30.120 


66.9 


53 


09.8 


63.4 


69.8 


55.3 


71.5 




SSE 


A.M. Cloudy— light breeze. P.M. Overcast. Evening, Light rain. 




30.150 


30.144 


67.8 


30.136 


30.130 


68.3 


60 


08.7 


65.6 


70.3 


60.6 


72.3 


.033 


ESE 


Overcast tlirougUoHt the day. 




F 7 


30.252 


30.248 


64.2 


30.240 


30.234 


67.2 


57 


04.3 


59.5 


68.7 


55.6 


72.5 




NE 


("A.M. Overcast-Ughl wind. P.M. Fine— light clouds. Evening, 
1 Fine and clear. 




S 8 
9 
MIO 


30.196 
30.164 


30.192 
30.156 


67.3 
66.0 


30.144 
30.154 


30.136 
30.150 


68.8 
65.8 


60 
50 


08.0 
07.2 


67.3 
57.9 


75.4 
60.7 


57.7 
51.6 


70.0 
76.4 




SW 
E 


Fine— nearly cloudless throughout the day. EvenJn^>^, Overcast, 
f A.M. Fine-light clouds— light brisli wind. P.M. CIi;udy-light 
X wind. Evening, Fine and clear. 




29.970 


29.964 


65.7 


29.926 


29.920 


64.9 


54 


06.9 


61.4 


69.8 


50.0 


63.9 




E 


/A.M. Fine— light clouds and wind. P.M. Fine— nearly clondiess, 
X Evening, Fine and clear. 




Til 


29.992 


29.986 


65.2 


29.958 


29.950 


65.7 


56 


05.9 


61.5 


67.8 


52.0 


70.0 




E 


Fine— nearly cloudless— 11, breeze throughout tlieday. Ev.Cloudy. 




W12 


29.958 


29.950 


61.7 


29.916 


29.908 


63.6 


54 


04.3 


57.7 


63.5 


54.8 


70.2 




E' 


Overcast— light wind throughout the day. 




(hTIS 

gF14 

^S15 

016 


29.818 


29.812 


62.5 


29.804 


29.796 


63.9 


56 


05.9 


62.5 


65.8 


56.9 


64.2 




S 


Overcast- light breeze ihroughowt the day, 

f A.M. Overcast— brisk wind. P.M. Cloudy. 2j p.m. Heavy siiower. 
1 Evening, Overcast— occasional showers. 7 p.m. Rainbow visible. 
i A.M. Fine— dark threatening clouds— light wind. P.M. Overcast 
1 —heavy rain. Evening, Fine and clear. 




29.776 
29.894 


29.770 
29.888 


64.6 
66.9 


29.786 
29.868 


29.782 
29.860 


66.6 
67.0 


57 
61 


04.7 
05.0 


63.8 
65.4 


71.3 
62.5 


58.7 
59.3 


69.5 
72.2 


.250 


S 
S vav. 




29.994 


29.990 


68.2 


29.992 


29.984 


66.8 


59 


07.8 


64.8 


65.6 


54.7 


73.2 


.355 


SSW 


/a.m. Cloudy— light rain and wind. P.M. Overcast- light rain— 
1 distant ihunder. Evening, Fine and dear. 




OMI7 

T18 

: W19 


30.044 
29.966 


30.040 
29.860 


69.8 
65.2 


29.994 
29.828 


29.990 
29.820 


67.5 

67.2 


58 
60 


08.3 
05.8 


64.5 
64.3 


68.5 
69.5 


53.5 

58.7 


72.2 
70.8 


.041 
.158 


SW 
SW 


A.M. Fiue~lU clouds & breeze. P.M. Cloudy. Ev. Ovct.— U. rain, 
f A.M. Cloudy-light rain and wind. P.M. Cioutiy-light breeze, 
X Evening, Very light rain. 




29.852 


29.846 


67.2 


29.804 


29.798 


68.2 


59 


07.2 


65.4 


71.3 


59.2 


71.4 




SSW 


A.M. Cloudy— It. wind. P.M. Fine— lUclds. Ev. Overcast— It. rain. 
(AM. Cloudy— ligJit breeze. P.M. Overcast— light raiu. Evening, 
X Continued raiu, 

f Fine— light clouds and wind throivghoul the day. Evening, Cloudy 
X — veiy light rain. 




T20 
F21 


29.900 
30.050 


29.896 
30.044 


68.0 
70.8 


29.922 
30.034 


29.916 
30.028 


67.8 
67.3 


60 

57 


07.8 
07.3 


64.8 
63.4 


63.3 

68.3 


58.0 
55.8 


72.0 
67.3 


.047 
.102 


W 
WNW 




S22 


30.088 


30.082 


66.0 


30.058 


30.052 


67.3 


57 


06.2 


63.3 


71.7 


56.6 


69.8 




NW 


Fine—light clouds & breeze throughout the day, Ev. Fine & clear. 




023 

M24 


30.058 
30.146 


30.052 
30.142 


68.7 
74.2 


30.000 
30.126 


29.996 
30.120 


70.0 
71.4 


62 
57 


06.9 
07.7 


68.4 
63.7 


76.5 
71.2 


59.9 
59.0 


72.2 
78.3 




SSW 

NE 


A.M. Fine— It. clouds. P.M. Cloudy. Ev. Overcast— very light rain. 
("A.M. Fine— dark clouds— light breeze. P.M. Fine— light clouds. 
X Evening, Cloudy. 




T25 

1 W26 
T27 


30.126 


30.120 


71.0 


30.108 


30.102 


71.0 


60 


08.8 


67.0 


72.3 


61.3 


72.3 




W 


Fine— light clouds & breeze throughout the day. Evening, Cloudy. 




30.096 
30.018 


30.090 
30.012 


70.3 
73.3 


30.084 
29.904 


30.078 
29.898 


71.3 
72.9 


62 
61 


08.0 
09.2 


69.3 
70.6 


74.3 

77.4 


64.2 
60.3 


73.7 
78.5 




s 

SSW 


A.M. Fine—nearly cloudless. P.M. Cloudy, Evening, Fine & clear, 
("A.M. Fine— It, clouds. P.M. Fine— nearly cloudless— stiff breeze. 
X Evening, Cloudy. [light rain & wind. 




F28 


29.818 


29.812 


71.4 


29.796 


29.790 


72.5 


63 


07.4 


68.5 


73.6 


62.3 


79.6 




SW 


A.M. Fine— It. elds. & breeze, P.M. Cloudy— St. rain. Ev. Overcast— 
A.M. Ovt.— It. rain, very h. wind. Sudden failin B;ir.llA.M. Heavy 
X shr. P.M.Ovt,— occasionalshrs. Ev. Ovt.-lt. rain— cont. h. wind. 
fA.M.Overcast— wind abaled, although very liighduring night. P.M. 
1 Cloudy. Ev. Overcast— occasional showers, willi iiglitnlng. 




S29 

! 030 

M31 


29.350 
29.544 


29.344 
29.540 


67.2 
65.6 


29.288 
29.640 


29.278 
29.636 


69.9 
67.7 


60 

58 


04.4 
06.3 


64.3 
61.7 


66.4 
66.8 


60.2 
67.0 


74.2 
68.7 


.255 
.091 


SEvar. 
SW 




29.924 


29.922 


69.6 


29.890 


29.886 


67,4 


56 


07.2 


62.8 


68,6 


53.7 


68.3 


.102 


SW 


A.M. Fino— It. clouds. P.M. Cloudy, with occasional rain. Ev. Cldy. 




MEAN. 


30.009 


30.003 


67.4 


29.980 


29.973 


67.6 


57.5J06.9 


63.8 


69.2 


56.7 


71.7 


Sura. 

1.434 


( 9 A.M. 3 r.M. 

Mean Barometer corrected \ V. 29.909 . . 29.879 

V C. 29.902 . . 29.871 




«T 1 


29.752 


29.746 


64.3 


29.698 


29.692 


64.9 


58 


05.1 


59.7 


60.2 


56.9 


70.0 


.036 


SE 


Overcast— light ralnand wind throughout the day. Ev. High wind. 
(Overcast — light rain with high wind nearly all the day. Evening, 
X Continued rain and wind. 

f A.M. Cloudy— light rain— high wind. P.M. Fine— light clouds— 
1 high wind. Evening, Overcast— light rain. 




W 2 


29.694 


29.688 


64.7 


29.672 


29.666 


67.4 


60 


04.2 


64.5 


68.2 


57.4 


64.8 


.422 


S var. 




T 3 


29.716 


29.712 


69.2 


29.708 


29.702 


68.5 


61 


05.1 


65.0 


68.7 


59.9 


71.0 


.033 


S var. 




P 4 


29.896 


29.892 


68.2 


29.948 


29.944 


68.0 


60 


07.0 


64.3 


68.3 


57.2 


69.5 


.080 


SW 


f A.M. Overcast— light rain and wind, P.M. Cloudy— 4 p.m. heavy 
X shower— 6J p.m. rainbow. Evening, Overcast, octasional shrs. 




S 5 


30.182 


30.176 


67.5 


30.194 


30.186 


66.3 


56 


08.8 


61.3 


65.3 


52.2 


69.3 


.375 


SW 


Fine— light clouds and wind througliout the day. Ev. Fine & clear. 




06 

M 7 


30.266 


30.258 


66.8 


30.250 


30.246 


66.0 


55 


06.9 


60.7 


66.0 


52.0 


66.0 




E 


Fine— light clouds and wind throughout the day. Evening, Cloudy. 




30.356 


30.350 


62.0 


30.372 


30.368 


64.3 


57 


05.5 


60.8 


64.3 


53.2 


66.3 




E 
NE 


Overcast— light brisk wind throughout the day. Evening, Cloudy. 
i A.M. Cloudy-light brisk wind. P.M. Fine— light clouds & wind. 
t Evening, Overcast. 




T 8 


30.396 


30.392 


65.5 


30.338 


30.332 


64.5 


55 


08.0 


61.7 


66.8 


51.5- 


65.6 






W 9 
TIO 


30.142 
29.968 


30.136 
29.962 


67.2 
63.3 


30.032 
29.916 


30.024 
29.910 


65.2 
66.2 


57 
59 


06.8 
04.6 


62.9 
62.0 


69.8 
72.0 


54.0 
57.3 


66.4 
70.2 




NE var. 
E 


A.M. Fine-light clouds— brisk wind. P.M. Cloudy-light wind. 
("A.M. Overcast— light breeze. P.M. Fine— light clouds and wind. 
X Evening, Overcast— very light rain. 




. Fll 


29.884 


29.878 


65.8 


29.916 


29.908 


67.8 


61 


05.7 


65.2 


71.4 


61.3 


72.0 




NNW 


A.M. Lightly Overcast. P.M. Fine— It. clouds & wind. Ev. Overcast. 




g S12 


30.016 


30.010 


68.0 


29.994 


29.988 


68.6 


61 


06.1 


65.3 


72.5 


60.3 


72.0 




SW 


A.M. Lightly overcast, P.M. Fine— light clouds. Ev. Fine & clear. 


■; 


O013 

§M14 


30.160 


30.1,54 


66.2 


30.172 


30.168 


68.5 


60 


05.6 


63.4 


74.5 


56.9 


73.4 




s 


A.M. Overcast. P.M. Fine— tight clouds. Evening, Cloudy. 




30.286 


30.282 


70.3 


30.258 


30.252 


70.2 


61 


07.5 


68.3 


75.4 


59.6 


74.6 




E 


Fine— nearly cloudless throughout the day. 

("A.M. Fine and clear— light breeze. P.M. Cloudy— light wind. 

X Evening, Fine and clear. 




T15 


30.278 


30.274 


71.0 


30.210 


30.204 


70.6 


60 


07.2 


65.0 


73.3 


56.5 


77.0 




E 




OW16 


30.140 


30.132 


67.3 


30.068 


30.064 


69.7 


61 


04.8 


65.2 


69.4 


58.5 


76.0 




E 


Overcast— light rain with wind. Evening, Fine and clear. 




T17 


30.044 


30.038 


68.5 


30.010 


30.006 


71.5 


66 


02.8 


67.5 


75.8 


62.5 


74.0 


.022 


E 


A.M. Overcast. P.M. Fine— light clouds. Evening, Fine and clear. 




F18 
S19 


30.160 
30.126 


30.156 
30.122 


69.0 

72.0 


30.162 
30.022 


30.158 
30.018 


72.0 
73.0 


65 
66 


05.5 
04.0 


65.5 
67.5 


76.2 
76.4 


62.2 
63.3 


78.8 
76.8 


.008 


SW 

NNW 


A.M. Overcast-light wind. P.M. Fine— light clouds, 
f Overcast— light wind throughout the day. Evening, Fine— light 
t clouds and wind. 




m2o 


29.938 


29.934 


80.2 


29.954 


29.950 


74.0 


68 


06.4 


70.7 


73.4 


63.5 


77.5 




SW var. 


A.M. Fine— light clouds and wind. P.M. Cloudy— brisk wind. 


M21 


30.100 


30.096 


70.0 


30.086 


30.082 


72.2 


65 


07.1 


67.3 


72.0 


61.0 


75.0 




SW 


Overcast— brisk \und thronghout the day, Ev, Cloudy— light rain. 


T22 


30.172 


30.168 


70.0 


30.150 


30.146 


71.0 


67 


07.0 


67.5 


72.5 


59.0 


73.5 




SSW 


A.M. Cloudy-brisk wind. P.M. Overcasl. Evening, Heavy shower. 


W23 


30.054 


30.050 


69.2 


30.042 


30.038 


71.0 


65 


04.0 


65.8 


71.0 


65.2 


73.6 


.444 


W 


Overcast— tight rain nearly the whole of the day. Ev. Heavy rain. 
("A.M. Overcast-brisk wind. i>.M. Fine— light clouds. Evening, 
X Fine & clear. 


T24 


30.212 


30.208 


63.5 


30.204 


30.200 


66.5 


52 


05.7 


56.8 


63.2 


55.0 


71.9 


.638 


N 


r F25 
S26 


30.228 
29.888 


30.224 
29.884 


62.0 
62.7 


30.148 
29.854 


30.146 
29.850 


64.0 
64.5 


57 
62 


05.0 
05.0 


58.5 
64.5 


66.0 
64.6 


50.4 
56.0 


63.3 
67.0 


.022 


E 
SSW 


A.M. Overcast. P.M. Fine— light clouds and wind, 

f A.M. Overcast-distant thunder and lightning— heavy raiu. P.M. 

1 Overcast— heavy rain. 


(Ti27 


30.180 


30.176 


64.3 


30.190 


30.186 


62.0 


50 


02.7 


53.5 


69.9 


48.5 


72.7 


.763 


E 


Fine- light clouds— brisk wind nearly the whole of the day. 




M28 


30.044 


30.040 


62.0 


29.878 


29.874 


63.0 


54 


05.2 


58.5 


62.8 


49.7 


60.0 




E 


A.M. Cloudy. P.M. Fine— light clouds. Evening, Overcast. 




T29 
W30 


29.504 
29.402 


29.500 
29.398 


60.0 
59.0 


29.460 
29.478 


29.456 
29.476 


61.0 
60.3 


54 
55 


00.8 
01.5 


55.5 
54.4 


59.4 
57.4 


53.2 
52.6 


66.5 
69.6 


.116 
.602 


NE 
NNW 


Overcast— light rain throughout the day. 

("Overcast, with occasional showers. Evening, Overcast— thunder 
1 and lightning. 




T31 


29.456 


29.450 


60.8 


29.414 


29.408 


60.5 


54 


02.4 


56.4 


62.2 


49.2 


59.3 


.041 


SSW 


Fine— light clouds throughout the day. Evening, Fine and clear. 




tIEAN. 30.021 


30.016 


66.5 


29.993 


29.989 


67.2 


59.7 


05.7 


62.7 


68.3 


56.6 


70.0 


Sura. 

3.602 


f y ft.m. .J r.vL. 

Mean Barometer corrected ■? F. 39.923 . . 99.894 

IC. 29.917 .. 29.889 



METEOROLOGICAL JOURNAL FOR SEPTEMBER AND OCTOBER, 1837. 



1837. 


9 o'clock, A.M. 


3 o'clock, P.M. 


It 

•is? 


III 

iS *" 


External Thermometers. 


■^"S 


■s 

■ft 

(3 


REMARKS. 


Barometer 
uncorrected. 


- Att. 
Ther 


Barometer 
uncorrected. 


Att. 
Titer. 


Fahrenheit. 


Self-registering 


hi 


Flint 
Glass. 


Crown 
Glass. 


Flint 
Glass, 


Crown 
Glass. 


3A.M 


3P.M. 


Lowest Highes 


F 1 


29.368 


29.362 


57.4 


29.386 


29.382 


59.5 


53 


05.8 


56.3 


59.8 


50.7 


62.3 




W 


("A.M. Overcast-llshl wind. P.M. FIne-ligUt clouds and wiud, 
I Evennig, Cloudy— light rain. 

(A.M. CImidy-llglit tirlsk wind. P.M. Fine-light clouds. Evun- 
l itig, Oioudy—llglit rain. 
Overcast-llghl wind nearly the whole day. Evening, Light rain. 


S 1 


29.444 


29.438 


58.2 


29.532 


29,526 


59.9 


52 


00.8 


55.4 


59.7 


51.2 


62.0 


.091 


N 


3 


29.666 


29.660 


59.8 


29.704 


29.700 


59.0 


49 


05.1 


53.4 


55.8 


50.3 


61,2 


.072 


W 


M 4 


29.920 


29.914 


56.7 


29.934 


29.928 


58.6 


50 


03.5 


63,0 


58.2 


51.2 


57,3 


,055 


VVNW 


Overcasl— light wind lliroughoul the day. Evening, Fine and clear. 
/A.M. l-iue— light clouds and wind. P.M. Cloudy—light rain and 
\ wind. Evening, Clondy. 


T S 


29.864 


29.808 


57.3 


29.912 


29.906 


58.6 


52 


04.0 


56.6 


61.7 


49.3 


59,7 




E 


W 6 


30.060 


30.052 


55.3 


30.010 


30.002 


57.4 


50 


03,7 


52.0 


60.7 


47.6 


61,6 




N 


/A.M. Tlilck haze— light wind. P.M. Fine-nearly cloudlCM. 

1 r./Vfnillti". Piiip niiil clcni' 


T 7 


29.946 


29.942 


58.8 


29.872 


29.866 


60,2 


52 


04.4 


59.3 


63,3 


51.3 


61.6 




S 


fA.M. Fine— fight iloutis— brisk wind. P.M. Overcast— brisk wUitt. 
I Evening, Light rain. 
A.M.Ovfrciisl— It. rain. P.M. Fine— It.cioiids. Evenin;?, Overcant. 


gF 8 


29.930 


29.924 


59.6 


29.932 


29.926 


60.5 


54 


02.5 


55.5 


61,9 


54.5 


66.0 


,158 


SE 


as 9 
i©io 


29.872 


29.866 


61.7 


29,734 


29.730 


62.5 


55 


05.6 


60.8 


66,8 


55.5 


62.2 




SSE 


(A.M. Lightly overcasl-iigtu wind. P.M. Fine-lif^ht cloudn- 
\ brisk wiiul. Evening', Overcast— lijfht rain— iiiffli wind. 


29.916 


29.910 


64.4 


29.940 


29.936 


64.0 


56 


03.7 


60.2 


67.2 


54.7 


67.3 


,055 


ssw 


/Fine— liglit clouds and wind tiiroughoul tlie day. Evening, Fine 
I and clear. "' . 
A.M. Fine— ii^ht cloiids—brisk wind. P.M. Overcast— brisk wi;td. 
I Evening, Heavy rain. 
Overcast— light wind ibrougliout the day. Evening, Fine and clear. 


gMll 


29.822 


29.818 


64.0 


29,718 


29.714 


64.0 


59 


04.0 


62.5 


64.4 


56.2 


68.0 




SE var. 


gT12 


29.748 


29.746 


60.0 


29.634 


29.630 


63.0 


55 


05.0 


54,4 


61,0 


52.0 


67.0 


.277 


sw 


W13 


29.154 


29.150 


61.0 


29.100 


29.096 


62.6 


58 


04.5 


59,8 


63,0 


52.2 


61,6 


.052 


s 


A.M. Cloudy-light wind. P.M. Overcast— liglit wind. 


OT14 


29.354 


29.350 


58.0 


29.468 


29.464 


61,0 


53 


04.5 


56.0 


59.2 


53.0 


64.0 


.069 


NNW 


A.M. Overcast— light wind. P.M. Lightly clondy— brisk wind. 


F15 


29.634 


29.630 


59.0 


29.750 


29.746 


58,6 


52 


04.5 


55.5 


58.4 


49.8 


69.6 


.055 


NW 


fA.M. Lightly overcast— lif^bE wind. P.M. Fine- light clouds and 
I. wind. Evening, Fine and cleQi*. 


S16 


30.004 


30.000 


56.0 


29.964 


29.960 


57,4 


52 


05.0 


55.0 


60.6 


48.5 


60.0 


,011 


SE var. 


(Overcast— brisk wind throughout the day. Evening, Fine a^d 
1 clear-brUk wind. 

/Lightly clondy— brisk wind throughout the day. Evening, Ovt^r- 
t cast— hifih wind. 
Overcast- brisk wind throughout tlie day. 


©17 


30.038 


30.054 


59.5 


30,064 


30.060 


62,0 


58 


05.5 


65.5 


67.7 


56.0 


66.0 




Wvar. 


M18 


30.032 


30.048 


62.8 


30,026 


30.020 


64,2 


60 


04,8 


64.6 


65.7 


61.5 


69,7 




SSW 


T19 


30.170 


30.164 


63.2 


30.122 


30.116 


65.0 


60 


05.9 


63.4 


67.8 


58.8 


68,3 




SSE 


Overcast— light wind througbout the day. Evening, Fine and clear. 


W20 


30.028 


30.022 


65.6 


29.948 


29.942 


65,6 


61 


06.0 


66.3 


65.2 


61.2 


68.6 




E 


Fine— nearly cloudless-lt.wind throughout the day. Ev. Fino&cleav. 


T21 


29.934 


30.928 


62.2 


29.958 


29.950 


64.9 


56 


02.7 


59.2 


65.6 


54.3 


68.4 




NE 


fA.M. Clondy— light brisk wind. P.M. Fine— nearly cloudlcBt— 
I light wind, Fvening, Fine and clear. 


F22 


30.086 


30.080 


63.0 


30.068 


30.062 


64,8 


58 


03,6 


60.5 


64.2 


53.2 


68.7 




NE 


(A.M. Cloudy— light brisk wind. P.M. Fine— nearlycloudless—Ji»tit 
\ wind. Evening, Fine and clear. 

/Fine and clou'iless— liglit brisk wind nearly the whole of the day. 
I Evening, Fine and clear. 
Fine— It. clouds— brbk wind throughout the day. Evening, Cloudy. 


8 23 


30.144 


30.136 


64.8 


30.130 


30.122 


62.0 


55 


06,4 


58.3 


60.2 


52.9 


65.2 




E 


©24 


30.242 


30.236 


62.0 


30.244 


30.240 


59.5 


50 


07.3 


56.7 


57.3 


51.8 


61,2 




NE 


M25 


30.320 


30.314 


58.3 


30.302 


30.296 


58.3 


51 


06.2 


56.2 


58.2 


46.5 


58,4 




N 


Fine— nearly cloudless— light wind. Evening, Fine and clear. 


T26 
W27 


30.302 
30.116 


30.296 
30.110 


57.0 
54.9 


30,238 
30.074 


30.230 

30.066 


58.9 
57.2 


50 
49 


05.2 
03.1 


54.2 
51.2 


56.2 
57.6 


46.4 
44,4 


59.3 
60,2 




NE 
N 


fA.M. Fine— nearly cloudless— light wind. P.M. Overcast— light 
I rain. Evening, Cloudy. 
Cloudy— light wind the whole of the day. Evening, Overcast. 


T28 


30.076 


30.072 


55.3 


30.040 


30.034 


58,5 


50 


04.2 


53.4 


59.3 


44.4 


60,2 




N 


/A.M. Cloudy— light brisk wind. P.M. Fine— It. clouds. Eve.«itig, 
\ Cloudy. 
Fine— nearly cloudless— light wind. Evening, Cloudy. 


OF2g 


30.064 


30.058 


55.8 


30.008 


30.004 


56,8 


50 


03.9 


54.9 


58.7 


44,4 


60.2 




NE 


S30 


29.972 


29.968 


55.8 


29.946 


29.942 


57.9 


51 


02.9 


57.3 


61.7 


48,0 


.59.6 




NE 


A.M. Fine— nearly cloudless. P.M. Fine— It. clouds. Ev. Cloudy. 


MEAN. 


29.909 


29.902 


59.6 


29.892 


29.887 


60.7 


53.7 


04.5 


57.6 


61.6 


51,7 


63.2 


Sum. 

.895 


C 9 A.M. 3 P.M. 
Mean Barometer corrected ^V. 29.830 , , 29.«10 






























(,C. 29.«32 .. 29.!I04 


© 1 


29.928 


29.924 


57.8 


29.930 


29.926 


61,3 


53 


04.2 


57.4 


62.2 


48.2 


62,6 


.056 


NE 


Overcast— light fog throughout the day, with occasional rain. 


M 2 


30.158 


30.152 


60.7 


30.176 


30.170 


62,3 


58 


04.2 


62.2 


66.5 


48.0 


63,8 


.025 


SSW 


/A.M. Lightly overcast— very light rain. P.M. Fine-lighl clouds. 
I Evening, Fine and clear. 

/A.M. Thick log. P.M. Fine— light clouds and wind. Evening, 
I Overcast— light rain. 

/A.M. Lightly overcast. P.M. Fine— light clouds and wind, Even- 
l iiig. Fine and clear. 
A.M. Light fog. P.M. Cloudy—light wind. Evening, Overcast. 


T 3 


30.174 


30.166 


60.0 


30.096 


30.090 


62,3 


58 


04.1 


59.3 


65.8 


54.0 


67.2 




SE 


W 4 


30.048 


30.042 


62.2 


30.080 


30.074 


64,4 


58 


05.0 


63.2 


65.4 


64,0 


67.3 




SW 


T 5 


30.264 


30.256 


61.2 


30.246 


30.240 


62,8 


57 


04,8 


57.4 


61.7 


52.7 


68.5 




wsw 


F 6 


30.088 


30.082 


60.8 


30,092 


30.086 


62,3 


57 


03,1 


59.3 


63.4 


55.0 


61,8 


.361 


SSW 


/A.M. Overcast— heavy rain. P.M. Fine— tight clouds and wind. 
1. Evening, Fine and starlight. 
A.M. Fine— very light fog and wind. P.M. Cloudy." 


S 7 


30.246 


30.240 


59.4 


30,228 


30.220 


60.8 


53 


01.3 


53.7 


62.0 


49.2 


63,4 


.022 


SW 


© 8 


30.204 


30.198 


59.0 


30.126 


30.122 


60.0 


54 


04,6 


58.3 


60.0 


52.7 


62.0 




SSW 


/Lightly overcast nearly the whole of the day, with light rain. 

V Evening, Pine and starlight. 

Fine— light clouds throughout the day. Evening, Fine& starlighE. 


M 9 


30.304 


30.298 


57.2 


30.306 


30.300 


58.4 


51 


04.4 


53,8 


57.6 


47.4 


61.5 


.033 


W 


TIO 


30.364 


30.356 


56.5 


30.354 


30.348 


59.3 


51 


04.5 


55,5 


60.3 


47.9 


60.0 




SW 


A.M.Overcast— light wind. P.M. Fine— It, clouds. Evening, Cloudy. 


Wll 


30.424 


.30.418 


57.0 


30.402 


30.396 


58.8 


52 


03.9 


56,4 


62.2 


52.8 


61,2 




SW 


A.M. Cloudy— light wind. P.M.Fine— It. clouds. Ev. Fine&ck'ar. 


OT12 


30.470 


30.464 


56.4 


30.478 


30.472 


58.6 


50 


03.2 


52,4 


59.6 


49.2 


62.7 




SW 


/A.M. Fine— nearly rloudless— very \\g\i\ fog. P.M. Cloudy— light 
\ wind. Evening, Fine & clear. 


_,F13 


30.596 


30.590 


53.0 


30.588 


30.582 


55,2 


44 


04,3 


47,7 


56.2 


43.8 


60.5 




N 


A.M. Fine * cloudless— light brisk wind. P.M. Cloudy-It. whid. 


hS14 


30.708 


30.700 


52.4 


30.672 


30.664 


53.4 


45 


03,5 


47.2 


54.3 


43.9 


56,5 




N 


/Fine— nearly cloudless— light wind nearly the whole of the tSay. 
\ Evening, Foggy. 
A.M. Fine— very light fog. P.M. Fine— light clouds. Ev. Foggy. 


§©15 


30.640 


30.634 


50.8 


30.562 


30,558 


52,0 


44 


02.6 


44,2 


54.3 


38.5 


55.6 




w 


gM16 


30.488 


30.480 


50.6 


30.402 


30.392 


52.4 


44 


04,3 


47,7 


54.7 


44.0 


54.6 




SW 


A.M. Light fog. P.M. Overcast. Evening, Fine and clear. 


OT17 


30.208 


30.260 


50.0 


30,174 


30.168 


52,4 


44 


02,5 


44.6 


55.2 


41.0 


56.5 




SSW 


A.M. Light fog. P.M. Overcast. Evening, Very light rain. 


W18 


30.112 


30.104 


52.2 


30.120 


30.112 


53,7 


46 


03,8 


52.0 


57.8 


44.3 


66,2 




SW 


A.M. Fine-light clouds. P.M. Cloudy— It. wind. Ev. Overca*.(. 


T19 


30.400 


30.396 


51.3 


30.408 


30.402 


53,2 


44 


02.6 


45,2 


55.2 


44.0 


58,4 




s 


A.M. Light fog. P.M.Fine-lightclouds. Evening, Cloudy. 


F20 


30.538 


30.532 


52.2 


30.538 


30,532 


54,5 


48 


03.2 


51,7 


62.0 


45,0 


56.0 




SW 


A.M. Fine— light clouds— thick fog early. P.M. Cloudy, 


S21 


30.640 


30.632 


53.8 


30.588 


30.580 


54,9 


49 


03.8 


52,4 


55.7 


50,9 


62.3 




N 


A.M. Light fog. P.M. Overcast. Evening, Cloudy. 


©22 


30.436 


30.450 


53.2 


30.362 


30,358 


55,0 


47 


03.0 


49,4 


57.8 


47.0 


56,2 




SW 


/Cloudy— light fog and wind throughout the day. Evening, Over- 
1 cast— light mist. 

/A.M. Cloudy— light wind. P.M. Fine-Ught clouds. Evening, 
\ Overcast— heavy rain. 
A.M. Overcast— heavy rain. P.M. Continued rain. 


M23 


.30.046 


30.040 


54.2 


29.894 


29.888 


56.2 


49 


04.9 


54.7 


59.4 


49.2 


58,3 




SSW 


T24 


29.594 


29.590 


54.7 


29.494 


29.490 


54,8 


49 


02.2 


50.4 


50.2 


60,2 


60,2 


.388 


SSW 


W25 


29.700 


29.694 


50.6 


29,846 


29.840 


51,4 


42 


02,0 


42.4 


48.7 


38,3 


52,7 


,260 


N 


Overcast— light rain— light brisk wind throughout the day. 


T26 


30.062 


30.054 


47.6 


29.964 


29.956 


52,3 


40 


02.8 


42.3 


51.6 


35.4 


49,4 


,061 


SW 


A.M. Fine— It. clouds & wind. P.M. Lightly overcast, Ev, H. ■viitiil. 


F27 


29.486 


29.480 


51.4 


29.540 


29.534 


52.2 


48 


02.0 


53.4 


51.4 


42.0 


64,2 




S var. 


/A.M. Overcast— light rain— high wind— high wind during the night. 
1 P.M. Fine— light clouds and wind. Evening, Cloudy. 


• S28 


29.610 


29.602 


48.8 


29.428 


29.420 


50,3 


42 


03,9 


47.3 


49,7 


40.8 


54,0 




S 


/A.M. Fine— light clouds and wind. P.M. Overcast— occasional 
/ rain. Evening, Continued rain. 
Fine— It. clouds 6i wind during the day. Ev. Overcast— very It. rain. 


©29 


29.458 


29.452 


47.7 


29,440 


29.436 


49.0 


40 


02,3 


41.2 


48,0 


38.8 


61,3 


,477 


SW 


M30 


29.350 


29.348 


47.5 


29,218 


29.216 


50,7 


42 


04,6 


48.2 


57,5 


38,7 


51,3 


,041 


S 


Overcast— light brisk wind, with occasional rain throughout the day. 


T31 


29.356 


29.350 


49.2 


29.406 


29.400 


49.9 


43 


02,8 


45.0 


47.3 


43.2 


58.2 


,108 


SW 


/Fine — nearly cloudless — light wind throughout the day. Evening, 
\ Overcast— high wind. 




























Sum. 




( Q A.M. 3 P.M. 


MEAN. 


30.135 


.30.129 


54.2 


30.102 


30.096 


56.0 


48.4 


03,5 


51,5 


57.2 


46.1 


58,8 


1.821 


Mean 


Barometer corrected -? F. 30,070 . . 30.032 




1 
























IC. 30.063 .. 30,025 



METEOROLOGICAL JOURNAL FOR NOVEMBER AND DECEMBER, 1837. 



1837. 



9 o'clock, A.M. 


3 o'clock, P.M. 






External Thermometers. 


ft 

•S'S"' 


la 
si 


Barometer 
uncorrected. 


Att. 
Ther. 


Barometer 
uncorrected. 


Att. 
Ther. 


Fahrenheit. 


Self -registering 


Flint 
Glass. 


Crown 
Glass. 


Flint 
Glass. 


Crown 
Glass. 


9 A.M. 


3 P.M. 


Lowest Highest 



REMARKS. 



W 

T 
F 

S 


«M 

«T 
§W 

|F10 
Sll 

O012 

M13 
T14 
W15 
T 16 
F17 
S18 
019 
M20 
T21 
W22 
T23 
F24 
8 25 
026 
M27 
®T28 
W29 
T30 



28.978 
29.130 
29.258 
29.694 
30.072 
30.314 
30.456 
30.320 
30.142 
29.984 
29.940 
30.018 
30.118 
29.552 
29.948 
30.008 
29.980 
30.128 
30.010 
29.872 
29.850 
29.930 
29.806 
29.954 
30.092 
30.070 
29.524 
29.282 
29.494 
29.700 



28.974 
29.126 
29.252 
29.688 
30.064 
30.306 
30.450 
0.312 
30.136 
29.978 
29.934 
30.012 
30,110 
29.546 
29.942 
30.002 
29.974 
30.122 
30.004 
29.864 
29.844 
29.926 
29.800 
29.948 
30.086 
30.062 
29.518 
29.276 
29.488 
29.694 



48.8 
48.4 
45.3 
43.3 
42.8 
42.4 
41.4 
39.3 
37.6 
42.6 
47.6 
47.3 
44.0 
46.8 
43.8 
41.8 
40.3 
39.0 
41.9 
45.8 
44.3 
45.7 
50.6 
51.2 
47.3 
43.2 
43.2 
43.7 
41.3 
40.4 



28.780 
29.166 
29.320 
29.844 
30.074 
30.348 
30.406 
30.246 
30.058 
29.920 
29.964 
30.098 
30.006 
29.474 
30.018 
29.946 
30.008 
30.058 
29.900 
29.762 
29.864 
29.900 
29.714 
29.960 
30.156 
29.714 
29.494 
29.214 
29.634 
29.634 



28.774 
29.160 
29.314 
29.836 
30.068 
30.342 
30.400 
30.238 
30.052 
29.912 
29.958 
30.090 
30.000 
29.468 
30.010 
29.940 
30.000 
30.052 
29.896 
29.754 
29.856 
29.896 
29.708 
29.954 
30.150 
29.710 
29.488 
29.208 
29.626 
29.626 



51.3 
49.4 
47.0 
45.4 
45.0 
43.8 
42.6 
39.7 
40.3 
44.6 
49.3 
47.3 
45.2 
47.7 
44.5 
42.3 
41.6 
39.9 
44.6 
47.0 
45.8 
47.9 
51.6 
51.3 
47.3 
45.0 
44.2 
44.5 
41.8 
42.8 



02.7 
03.0 
02.3 
02.1 
02.4 
04.4 
01.8 
01.5 
02.4 
02.6 
03.0 
03.5 
02.4 
03.1 
02.7 
01.8 
02.6 
02.0 
03.2 
02.2 
02.6 
02.7 
03.1 
02.0 
02.4 
025 
01.9 
02.3 
02.4 
02.6 



52.4 
42.8 
39.7 
40.2 
39.8 
38.7 
34.7 
32.0 
30.7 
46.2 
48.4 
43.7 
40.3 
4p.3 
38.6 
37.0 
35.6 
34.6 
44.8 
44.7 
39.7 
50.6 
52.4 
46.7 
39.3 
37.8 
37.8 
42.2 
34.7 
42.2 



55.8 
45.6 
45.8 
47.5 
47.4 
45.8 
44.8 
38.6 
45.0 
52.8 
52.5 
44.9 
45.7 
46.4 
42.3 
40.3 
41.7 
40.3 
51.5 
48.3 
46.9 
54.7 
53.7 
48.6 
42.4 
45.5 
43.3 
43.0 
40.3 
49.3 



41.4 
41.0 
36.4 
36.3 
36.8 
36.6 
32,8 
30.4 
28.0 
31.0 
45.8 
42.8 
36.7 
40.0 
36.8 
35.4 
32.7 
31.4 
33.2 
42.7 
36.6 
39.8 
50.3 
46.4 
39.2 
33.4 
37.2 
37.9 
33.4 
33.3 



54.3 
56.4 
48 8 
48.3 
48.3 
48.3 
46.8 
45.3 
40.3 
47.8 
54.3 
54.3 
46.0 
49.3 
48.7 
44.5 
41.3 
42.3 
45.5 
52.6 
49.0 
51.3 
55.2 
55.0 
49.0 
43.3 
48.7 
45.0 
45.7 
45.7 



.311 
.150 
.036 



.019 
.050 



.286 



.200 
.033 

.088 

.233 
.013 



ssw 
w 
sw 
sw 
wsw 

NW 

E 

E 

E 
WSW 
WSW 
WSW 
WSW 

W 

N 

N 

N 

S 
SW 
SSW 

ssw 

SW 

S var. 

SW 

N 

SW 

SW 

WSW 

w 

s 



fOvercast— light rain— hifjh wind throughout (he day. Very high 
I wind throughout the night. 
A.M. Overcast— It. rain— h. wind. P.M. Cldy— It. wind. Ev. Lt. rain. 

A.M. Cloudy—light fog and wind, P.M. Fine— lisht clouds. Even- 
ing, Light fog, with occasional Hashes of iiglilning. 

Fine- light clouds, with very light fog throughout the day. Even- 

. iug. Fine and starlight. 
A.M. Cloudy— light fog. P.M. Overcast. Evening, Light fog. 

A.M. Fine— light fog and wind. P.M.Fine— light clouds and wind. 

. Evening, Light fog. 
A.M. Thick fog. P.M. Fine— nearly cloudless. Evening, Foggy. 

A.M. Thick fog— white frost. P.M. Dense fog. 

A.M. Light fog— sharp frost. P.M. Overcast— very light mist. 

Overcast— deposilioii nearly the whole day, Ev. Very light rain. 



day. 
P.M. 



Fine and cioud- 



fA.M. Fine— nearly cloudless— iight wind. 
less. Evening, Fine and clear. 
A.M. Light fog and wind. P.M. Overcast— light rain. Evening, 
Heavy rain — high wind. 
A.M, Fine— nearly cloudless. P.M. Overcast— light rain. 

Fine- light clouds & wind throughout the day. Ev. Fine— it. clouds. 
A.M. Light fog. P.M. Overcast. Evening, Light fog. 
/Fine— lightcloudsand wind ihroughout the day — slightfiostduring 
t the night. Evening, Fine and clear. 

Light fog throughout the day— white frost during night. Ev. Overcast. 
(A.M. Lightly overcast— deposition. P.M. Fine — iight clouds. 
1 Evening, Overcast— heavy rain. 

f Fine — iight clouds and wind nearly the whole of the day. Evening, 
I Overcast — very light rain. 

A.M. Fine— nearly cloudless. P.M. Fine— It.clouds. Ev. Overcast. 
A.M. Overcast— very light rain and wind. P.M. Overcast— light 
wind. Evening, liigh wind. 
Overcast— high wind throughout the day, and also night. Ev. Lt. rain. 
Ligiit fog and wind during the whole of the day. Evening, Over- 
cast—light rain. 
Fine — light clouds Si wind throughout the day. Ev. Fine & clear. 
A.M. Lightly overcast— light wind. P.M. Overcast— light rain. 

Evening, Heavy rain. 
Fine— nearly cloudless, with light fog nearly the whole day. 
Evening, Overcast. 
A.M. Light fog and wind. P.M. Overcast— very light rain. 
'A.M. Fine- nearly cloudless— very light fog. P.M. Fine — light 

clouds. Evening, Fine and clear. 
A.M. Overcast— light mist. P.M. Cloudy. Evening, Overcast— 
. light rain. 
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Mean Barometer corrected 



r 9 A.M. 3 P.M. 

P. 29.817 .. 29.702 

LC, 29,809 .. 29.774 
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(A.M. Light fogand wind. P.M. Overcast— light snow and wind. 



Sum. 

.981 



A.M, Fine — nearly clouclless — ver;^ light fojj. P.M. Fine — light 
clouds. Evening, Fine and starlight. 
Thick fog ihrouffhout ihe day. 

Overcast— deposition—light wind throughout ihe day, Ev. Foggy. 

A.M. Thick fog— white frost, P.M. Overcast. Evening, Light fog. 

A.M. Liifhtfogand wind, P.M. Overcast, 
,M. Light fog and wi 
Evening, Light rain. 
A.M. Overcast— light snow and wind. P.M. Overcast— light rain. 1 
Overcast throughout the day, with occasional rain. ' 

Overcast— light wind throughout the day. Evening, Very light mist. 
Overcast— light wind throughout the day, with light rain. 
Overcast— light wind throughout the day. Evening, Light fog. 

("A.M. Overcast— light fog and wind. P.M. Lightly overcast, Even- 

\ iiig. Light fog and rain, 

A.M. Thick fog, P.iW. Fine~U. clouds, Ev. Light fog— deposition, 
A.M. Light fog, P.M. Fine— light clouds. Evening, Overcast. 
Fine— liglitclouds and wind throughout the dny. Ev. Overcast. 

/A.M. Fine— nearly cloudless. P.M. Fine— light clouds. Evening, 

1. Overcast — light rain. 
Overcast— deposition the whole day. Ev. Heavy rain, with high wind. 

/A.M. Heavy rain, with high wind. High wind ihrouglioui liie night. 

\ P.M. Fine — light clouds. Evening, Liiihl rain, witii high wind. 

/A.M. Fine— iight clouds. Very high wind ihe early part of the 

I nighf. P.M. Overcast— light rain. 

/A.M. Overcast— deposition— light wind. P.M.Light rain and enow. 

t Evening, Very high wind. 
A.M. Cloudy— h. wind. P.M.Overcast- ll.briskwind. Ev. High wind. 

/A.M. Cloudy— light wind. P.M. Overcast- very light rain and 

I. wind. Evening, Overcast. 
A.M. Lightfog— deposition. P.M. Overcast. Evening, Overcast. 

A.M. Overcast-very light rain. P.M. Overcast— deposition. 

("A.M. Fine- heavy clouds— brisk wind, P.M. Fine— light clouds. 

\ Evening, Fine and starlight. 

Overcast— deposition— light wind throughout the day. 
Overcast— light fog nearly the wholeof the day. 
A.M. Liffhtly overcast— light brisk wind, P.M.Overcast— lightwind. 

/A.M. Fine— light clouds and wind, P.M. Fine—nearly cloudless. 

\ Evening, Overcast, 

/A.M, Overcast- light wind. P.M. Fine— light clouds and wind, 

\ Evening, Very light mist. _ 

/A.M. Fine—light clouds. P.M. Lightly overcast. Evening, Fine 

X and starlight. 



Mean Barometer corrected. 



f 9 A.M. 3 P.M. 

F. 29.933 .. 29.907 

[C. 29.926 ., 29.900 



